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Central Intelligence Agency 

Washington, D.C. 20505 


9 January 1984 


Executive Director 

NOTE FOR THE C/PS 
° Thanks 

° The Appendix Charts: 


My exposure to some technical collection 
systems is so infrequent that my feehle brain 
forgets. I would find it useful to have a 
short 1-2 paragraph description of each of 
the SIGINT, Imagery and "Other" systems 
listed in those charts. Not urgent. 
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